FRASCA AVIATION, INC. 


SUMMARY PRICE SCHEDULE 
FRASCA MODEL 122 


Base Price 


Model 122, F.O.B. Champaign, Illinois 


Options 

Dual Needle RMI 
Glide Slope on NAV 2 
PN-101 HSI 

(Replaces NAV 1 crosspointer and DG) 

Flight Director - FD 112V 

(Replaces NAV 1 crosspointer, 
artificial horizon and DG) 

Engine Sound 

EGT 

Fuel Flow 

Millibars on Altimeter (inches standard) 
Turbocharged Engines 

Spares and Tool Kit 3% of 

Propellers with Accumulators 
(Must specify) 

Turn Coordinators 

(Replaces needle and b < 3 . n — 
must specify) 


$65,945.00 


$ 2,635.00 
1,095.00 

9,615.00 

23 , 050.00 
1,495.00 
875.00 
875.00 
No Charge 
545.00 
Total Price 

No Charge 

No Charge 
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